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BILL NO. S-75-10-^^ 

SPECIAL ORDINANCE NO. S- 


AN ORDINANCE approving a contract with TRI-STATE 
PLUMBING & SUPPLY for purchase of copper pipe 
for Water Maintenance & Service Department 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT 
WAYNE, INDIANA: 

SECTION 1. That the contract dated July 7, 1975, between the City 

Fort Wayne, by and through its Mayor and the Board of Public Works and 

TRI-STATE PLUMBING & SUPPLY, for: 

Blanket Order from July 1, 1975 thru December 31, 1975 
15,000' 3/4" Type "K" Soft in 60 Ft. Coils 

1,000' 3/4" Type "K" Soft in 100 Ft. Coils 

200' 1-1/2" Type "K" Soft in 20 Ft. Lengths 

all as more particularly set forth on CITY UTILITIES PURCHASE ORDER B-6913, 
which is on file in the Office of the Department of Purchasing and is by refer¬ 
ence incorporated herein, made a part hereof and is hereby in all things 
ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and effect from 
and after its passage and approval by the Mayor. 



iPPROVED AS TO FORM 
sJD LEGAUTX 











Read the first time in full and on motion by seconded by 

_ and duly adopted, read the second time by title and 


referred to the Committee on 
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(and-.-t.o.~t-he 


City Pl-an—Sottffilxssion - for recommendation) (and~PubTTE~Hea! 
not4eerr^irTSrEnJounHT - Chambers , City^CountyTWtdxngr-S 1 ©- 
~ flay of ~ ~9 ~ 


the 


yA- / c /-~ "7,s' 


Read the third time in full and on motion by 







seconded by 
Passed (iSES®) by the following vote: 

AYES HAYS (P s 

Burns £/ 

/ 

Hinga tA ____ 


Kraus 

■Wsefeels 


and duly adopted, placed on its passage. 


(M@g:es 

Schmidt, D._ 

Schmidt, V.__ 

Stier 

V" — 

Talarico 

Date - gX P - Xj " 




CITY CLERK 

Passed and adopted, by the Common Council of the City of Fort Wayne, Indiana as "(ZoniTTg 


-Map-)—(Seamlf-^AamesKTrirorrh (Special) 
on the gpF'^ day of 


Ordinance--fSe solttt rton) No, 


- 7S~ 


19 "Ta 




Presented by me to the Mayor of the City of Fort Wayne, ..Indiana, on the c^T^^ day of 




19 "75 - at the hour of ’ clock ^ M .,E.S-.T. 


Approved and signed by me this°- <? a y of 

• 'P 

o’clock 7 m. } E.! 


CITY CLERK 


197j 


at the hour of 





































































Bill No, 


S-75-10-28 


REPORT OF THE COMMITTEE ON CITY UTILITIES 

We, your Committee on _ City Utilities _ to whom was referred an Ordinance 

Approving a contract with TRI-STATE PLUMBING & SUPPLY for purchase 


of copper pipe for Water Maintenance & Service Department 


have had said Ordinance under consideration and beg leave to report bac}t to the Common 
Council that said Ordinance 
Paul M. Burns - Chairman 


Donald J. Schmidt - Vice-Chairman 


Winfield C. Hoses, Jr. 
William T. Hinga 





Eugene Kraus, Jr. 


v^/^" CONCURRED 1N 

-CHARLES W. WESTERMAN, CITY CLERIC 






























THE CITY OF FORT WAYNE 

board of public works 


September 12, 1975 


The Common Council 
Fort Wayne, Indiana 

Gentlemen and Mrs. Schmidt: 


Purchase Order B-6913 to Tri-State Plumbing Company was overlooked by 
the Law Department when Ordinances were prepared for Council on August 
26, 1975. Water Maintenance and Service Department is requesting re¬ 
lease of materials on this blanket order, therefore, it is necessary 
to request "Prior Approval". 


An Ordinance will be submitted to Council for approval on September 21, 
1975- 


Sincerely, 




MEMBERS OF THE COMMON COUNCIL 


cc: Mayor Ivan A. Lebamoff 
Charles W. Westerman 


• $)■ 


Charles W. Westerman, City Clerk 


AN EQUAL OPPORTUNITY EMPLOYER 















Bid Ref. No. v7/t 
a-ite Julv !. 1975 

Product Copper Pipe 

Matlona1 Mill 

i/ 

Trl-State 

Wayne Pipe 
'-VfoioUtfi&i. ■ 
a/ 

Treaty Co. 

Central Supply 
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15,000 - 3/4" Type 

"K" Soft In 60 Ft. Col 
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1,000 - 3/4" Type "K" 
Soft, In 100 Ft. Colls 
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200 - 1 1/2" Type "K» 
Soft, In 20 Ft. Length: 
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mn ? m lfcomit wmm e 

city utilities 

DEPARTMENT Or PURCHASES 
ROOM 950 CITY-.COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE .INDIANA 46802 

r n 

Tri-State Plumbing & SupplyXX28 
1120 Taylor Street 
Fort Wayne, Indiana 

L _l 



SHIP TO — 


MAIL ALL INVOICES TO - 

CITY UTILITIES 


Water Maint. & Service Dept. 
415 E. Wallace Street 
Fort Wayne, Indiana 


GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 

INVOICE IN DUPLICATE. INCLUDING 
CERTIFICATION AS REQUIRED BY- 
INDIANA STATE BOARD OF ACCOUNTS 

























DIGEST SHEET 


Admn. Appr. 



TITLE OF ORDINANCE: Special Ordinance No. 3899 A' 7S--/0-J# 

DEPARTMENT REQUESTING ORDINANCE: Board of Public Works __ 

SYNOPSIS OF ORDINANCE: Ordinance covers the purchase of co pper pipe to be ' 

released as required to Water Maintenance and Service Department on Blanket 
Purchase Order No. B-6SM3 to Tri-State Plumbing & Supply. 


Attachment: Prior Approval 


Bid tabulation 


EFFECT OF PASSAGE: To have materials available for Water M aintenance and Service 
Department when needed for water installation projects. 


EFFECT OF NON-PASSAGE: Ma terials would have to be ordered in small quantities , 

if available, at an increase in price. 


MONEY INVOLVED (Direct Costs, Expenditures, Savings): Cost to City Utilities 

per attached tabul at i on . 


ASSIGNED TO COMMITTEE (J.N.): 

































